AMENDMENT  NO.  1  JULY  2010 
TO 

IS  11592  :  2000  SELECTION  AND  DESIGN  OF  BELT 
CONVEYORS  —  CODE  OF  PRACTICE 

(  First  Revision  ) 

[Page  20,  clause  8.5.4.5,  Equation  (34)] 
the  existing: 


(MED  06) 

Reprography  Unit,  BIS,  New  Delhi,  India 


—  Substitute  the  following  for 
...(34) 


